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3 May 1957 



MEMORANDUM FOR: D/DCI 


SUBJECT: Salary of I 

Engaged on Project [ 

REFERENCE: Agency Regulation I ~1 

Para. 4. a. (2), 26 August 1956 


25X1 

25X1 

25X1 


1. The following memorandum contains a recommendation 
for approval in Para. 3. 

2. The above-named project, originally called FBSUCCE5S 

Corporate Facility, commenced on 24 N ovember 1953 and ia 
currently active. The Project employs ' ~ ^ 


25X1 


as a Contract Agent. To date there has been no injection of any 
Agency funds in the Proje ct, and it has bee n completely self-supporting, 
including all payments to i Because of these circum- 2 

stances, it is not clear thli reitrenced regulation covers the case. 2 
However, it was felt that you should be apprised of t he amount of an- 
aua! earnings and payments which have been made to 
for the period 1 June 1954 - 31 May 1956 as follows: 


ffl 


Period 

1 June 1954 - 31 May 1955 
1 June 1955 - 31 May 1956 
Total 


Earnings 

$14, 548. 04 
27,241.68 
$41, 7$9. 72 


Payments 

$ 8,400.00 
14, 970.88 

?H71701 


/Rote: The difference between the earnings and payments totalling 
$18,418.84, represents mainly the bonus earned for the year ended 
31 May 1956 of $17,838. 90 which was not paid until after that date. 
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The remaining amount of $579.94 consists of an accumulative 
difference from 24 November 1952 t© 31 May 1956 of cover 
company payments for salary and that earned under the provisions 
of the agent*a contract^ 

3. It Is recommended that the above payments be approved. 



Chief, CI/SPD 


25X1 


The recommendation is Para. 3 is approved. 
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